AMENDMENT NO. 6 JANUARY 2019 
TO 
IS 9523 : 2000 DUCTILE IRON FITTINGS FOR PRESSURE 
PIPES FOR WATER, GAS AND SEWAGE — 
SPECIFICATION 


(First Revision) 


[Page 2, clause 4.1 (see also Amendment No. 1)] — Substitute the 
following for the existing clause: 


‘4.1 The casting shall be manufactured by any method at discretion of the 
manufacturer and shall commensurate with the requirements as laid down in the 
standard.’ 
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